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TAGS: TPHY, OSCI, USEGJC, EG 

SUBJECT: JOINT WORKING GROUP ON U.S.-EGYPTIAN MEDICAL 
COOPERATION: INVITATION TO SECOND JOINT 
MEETING 

REE: CAIRO 3856 

1. DHEW AGREES POSTPONEMENT JWG MEETING UNTIL JULY. 
SUGGEST WEEK JULY 14 FOR MEETING. PLEASE ADVISE 
ACCEPTABILITY THIS DATE. 

2. WOULD ALSO APPRECIATE EMBASSY'S ADVISING TEMPLETON(AID) 
AND MINER(NAMRU) THIS DEVELOPMENT. KISSINGER 
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